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CERTIFICATE OF PARTICIPATION 


We are honored to present this certificate to 


Mr.Anand prabhakar 

For successfully completing the quiz on “Robotic Process 
Automation (RPA)”. Organised by Department of Computer 
Applications, on 4 th May 2020. 


This is an e-Certificate. No authorised signature is needed. 









